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Message Text 


UNCLASSIFIED POSS DUPE 

PAGE 01 ISTANB 01502 221320Z 

61 

ACTION EUR- 12 

INFO OCT-01 ISO-OO EB-07 /020 W 

049337 

R 221230Z APR 76 
FM AMCONSUL ISTANBUL 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 7237 
AMEMBASSY ANKARA 

UNCLAS ISTANBUL 1502 

EO 11652: N/A 
TAGS BEXP TU 

SUBJECT TRADE PROMOTION MEDICAL EQUIPMENT 

1 . TEKRON LTD LOCAL REP OF SHM NUCLEAR CORPORATION 570 DEL RAY, 
SUNNYVALE, CAL 94086 TEL (408) 245-3136, REQUESTS USDOC ASSISTANCE 
IN CONTACTING SHM I ORDER TO DETERMINE THE COMPANY'S INTERST 
IN BODDING ON TURKISH SOCIAL SECURITY ADMINISTRATION 
TENDER NO 7829. 

2. TEKRON MAILED ENGLISH TRANSLATION OF TENDER, WHICH CALLS FOR 
BIDS ON MEDICAL EQUIPMENT VALUED AT APPROX. TWO MILLION DOLLARS, 
TO SHM ON APRIL 7. SUBSEQUENTLY THREE TELEXES TO SHM HAVE PROVOKED 
NO REPLY FROM THE U S FIRM. ACCORDING TO TEKRON, ALL TENDERED 
EQUIPMENT, INCLUDING LINEAR ACCELERATOR AND OTHER HIGH 
TECHNOLOGY ITEMS, ARE IN SHM PRODUCT 

LINE. BID DEADLINE MAY 3, 1976 

3. REQUEST USDOC CONTACT MR. DELBERT SETTLE OF SHM TELEPHONIC ALLY 
TO CONFRM RECEIPT OF TENDER DOCUMENTS AND TO DETERMINE INTENTION 
TO BID. SINCE TEKRON MUST HAVE BID TRANSLATED INTO TURKISH 
USDOC SHOULD STRESS NECESSITY FOR PROMPT ACTION. IF ABSOLUTELY 
NECESSARY, EMBASSY ANKARA CAN REQUEST BID DEADLINE POSTPONEMENT. 
PLEASE ADVISE ASAP. MACE 


UNCLASSIFIED 


NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 22 APR 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976ISTANB01502 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7601 53-0507 
From: ISTANBUL 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760435/aaaabczy.tel 

Line Count: 50 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: ullricre 
Review Comment: n/a 
Review Content Flags: 

Review Date: 16 AUG 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <16 AUG 2004 by schaefaj>; APPROVED <06 DEC 2004 by ullricre> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: TRADE PROMOTION MEDICAL EQUIPMENT 
TAGS: BEXP, TU 
To: COM 
Type: TE 
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